Compressor Governors, Pipe Threading Tools 
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MALLEABLE PIPE VICE: 

By means of the hinged beam which 
holds upper jaw pipe can be placed in 
vice at any point; made in four sizes to 
take pipe from yi" to 12". 


Erie Compressor Un¬ 
loader maintains prac¬ 
tically a constant air 
pressure, completely un¬ 
loads and loads com¬ 
pressor without shock or 
strain. 
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Pipe Threading Machines 


JARECKI PIPE THREADING MA¬ 
CHINES: 

Hand, Belt, Steam Engine or Electric 
Motor Drive. 

There are 21 different styles and sizes 
of these machines, each threading and 
cutting eight to twelve different sizes of 
pipe. The machine shown is our No. 
44, which threads and cuts eight different 
sizes of pipe, from 1" to 4". Each size 
pipe should be threaded at a certain 
speed to get the best and most economical 
results. These eight speeds are in¬ 
stantly obtained by three vertical levers 
on operator’s side of the machine. 


Erie Screw Plate 


ERIE SCREW PLATE AND PIPE 
CUTTER: 


Has adjustable self-centering dies and 
guides. Each set of dies threads four or 
more sizes of pipe. Plate can be de¬ 
tached from finished work without turn¬ 
ing back on thread. 

Ratchet Screw Plate for threading pipe 
in corners and ditches. 



